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MSfOMHSilK POis OSlnf* space, iSaintenenee ami Sacility iisy aaMfe * oh 
25X1 A9a * 

mamm* 


smjmtt 


fe«tar tealc%a * 350-2&& Street 


. *■* ^wteretor® of Sunday, ? August* o*»«d the draianioe 

S 2L2fj B 2 , J^ Ya ? lt Mrt 3ftl«) 350*26thStSt # 

* overflow or leek water into the vault* The amount of Meter taken 

la and fortunately this tlas there mm no •Oeeage to the 

e*w fuss* * 

2* It haa been only k waft* iiuet ?M crews. responding to ear 
*± l Melet ene# after Leery reins esueed « XWiag >.f the naat* 
yp ees&Iy r^eired the roof over the vault end ooMpletely sealed off this 

iLkS* rftCt i% 18 parUcul * , ^ r di *te**siw to find that 


J* three yeere «4 five Month# that 0 C 1 he# occupied the 

Stadf u& M* have registered mssnrou# oo*jplainta md PBS Isis srnte 
nuaeroM to eHevi&U this condition* w# do not think it 

*2***??* «*** *P wi«i a satisfactory solution to 

«a* prool4Mi after hi months of try ing * 


In Sine# the asst heavy rain ear a gain cause a 
***** tkie problea warrant* intsediate attention* 


of this 


25X1 A9a 

Assistant Chief, Administrative* St*£f # yOi 


l>i»trifcutiont 

* 1 » Address 
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